Roger Bean Says: 


“When it comes to a drink—lead me to a 
cup of that good and delicious bracing bev¬ 
erage in a mari’s-size-cup, 



This is my idea of a ‘cup of gladness.’ Fill 
'er up—bring on the Roger Bean Coffee— 
and MARK ME PRESENT!” 


The Best 25e Coffee on the Market,. 

SCHNULL & COMPANY 

IMPOETIUIS AND HO'ASTKHS, 

Indianapolis - - Indiana 
















MERRY CHRISTMAS—PLEASE PASS THUH PAREGORIC. 







































































